

BUILDING THE CELEBRATED FORTH BRIDGE

This bridge with its two mighty spans of 1,710 feet is one of the most remarkable in the world.    For seve
years an army of intrepid workers labored in mid-air to complete it.   It cost $15,000,000 and 57 human live